From: Barry Cadden 

Sent: Wednesday, November 16, 2011 10:35 AM 

To: Robert Ronzio 

Subject: FW: vitamin K test results 


We get preliminary qualitative (sterihty/endotoxin) after 3 days this is 99% accurate (per lab) at this point and i 

have never seen one of our products that are sterile at 72 hours ever show HOT sterile at 14 days- We are talking 10% 
of thousands of samples over 12+ years. The lab continues to monitor samples for 14 days then sends us 'Tina!" 
report after 14 days. Our SOP to release early is based upon our years of experience. 


From: Robert Ronzio 

Sent: Wednesday, November 16, 2011 9:32 AM 
To: Barry Cadden 

Subject: Fw: vitamin K test results 


See below 

Sent via DroidX2 on Verizon Wireless ™ 


Original message 

From: "Barrett, Jane E" <jbarrett@iuhealth.org> 

To: Robert Ronzio <rronzio@medicalsalesmgmt.com> 

Sent: Wed, Nov 16, 2011 14:23:24 GMT+00:00 
Subject: RE: vitamin Ktest results 

Rob, 

What is the shelf life of this product? Also do you have a copy of the 
results from the samples at 5 day and day 14. Even the 72 hours sample 
result would be beneficial. Thanks 


Jane Barrett, R.Ph 
Director of Pharmacy 
IU Health North Hospital 
317.688.2772 
jbarrett@iuhealth.org 


Original Message 

From: Robert Ronzio [ mall to : n o azi o @. medical sale smgmt co ni ] 

Sent: Wednesday, November 16, 2011 9:19 AM 

To: Barrett, Jane E 

Subject: vitamin K test results 


Sterility, endotoxin, and potency 


Original Message 

From: NECC Sales Xerox WorkCentre 5225 
[mailto:salcs@medicalsalesnigmt.com1 
Sent: Tuesday, November 15, 2011 1:10 PM 
To: Robert Ronzio 

Subject: Scan from a Xerox WorkCentre 


Please open the attached document. It was scanned and sent to you using 


USA200056635 



a Xerox WorkCentre. 


Number of Images: 2 
Attachment File Type: PDF 

Device Name: NECC Sales Xerox WorkCentre 5225 Device Location: NECC 
Sales Framingham @701 Waverly, 2nd Floor 

For more information on Xerox products and solutions, please visit 

http:7Hvww L xerox,com/ 


USA200056636 



